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ANNUAL REPORT for 1947 


Booker J. Washington 
Community Hospital hin, Jac. 


132-134 West Kinney Street 
Newark, New Jersey : 


Member of Welfare Federation of Newark 


BOARD OF TRUSTEES 


GEORGE D. Corrin, President 


Martha Беа R.N. Rev. A. L. Davis 
J. J. Williams, M.D. Mrs. Jane Barus 

legs ; A.C. Williams 

McWil Mrs. Grace Goodwine 
Miss Gladys Hargrave Mrs. Dora 
Rev. Alfred Mrs. Edna Dales 
. С. Brown, M.D. Rev. J. С. 

Frank Liveright Mrs. Ros: m 5. Marrow 
T. W. Doubley James Lassiter 


H. R. Scott, M.D. 


HONORARY TRUSTEES 
Rev. T. T. Tucker John A. Kenney, M.D. 


THOUGHT AND ENLIGHTENMENT 


e motto of pe Шо топшы Hospital is: from h. ac 

ng to his Ss еас ecording to his needs: never co; la- 
cent, always vita eri ШО as it Mes constantly to relieve misery, to 
ent a the places of ignorance and credulit ity, to grow bette 
day by day, iet y "faith alone, but by faith re-enforced by КОЛ. 
ie 


Fully Spp by the American College of Surgeo . Member 
of x American Hospital Association... Me mber of Nat tis] Hospital 
Association . ember of the New Jersey Pone eae 
Мет nber of Welfare КО of Newark...Member of Hos spital 
Council. 


f et 


The Laboratory is an [гран department of any hospital. It is 
of the e importan nt axis upon which a hospital revolves. Our Labora- 
tra oe ‚134 vinis during p year. 
r. James Franklin, R.T., rendered services to both in-patients and 
out- tubas nts. 


REPORT OF THE PRESIDENT 


Greetings to all. 


The f 1947 was a trying one for nearly all hospitals пош 
the United Su and Canada. I have read of only one hospiti ш 
state of New Jersey that ended the year 194. with a profit. 

ost of Dun. and supplies have increased dail унш р for services 
remaining static. Our hospital has not survived unscai 


o 


r oot handicap was lack of finance. Had we had even sufficient 
assuranc his one item, we could have йсй on other 
vital iuc that need attention to properly operate our hosp: it v 


We have been blessed with a good corps of competent doctors, nurses 
and other personnel, who have given most generously of themselves 
to see that patients сил to our care have been properly pro- 

ided for. 


Though our operating budget for the year neared the $50,000 mark, 
our deficit increased and in the course of several years has reached the 
appalling figure of nearly $25,000. 


We operate with a minimum of рел} and overhead expenses. 
The real need is for a larger daily patient census. Thus, with the aid 
received rois the Community. Chest, Membarslips and other donations, 
we would be able to meet our operating budget and provide for main- 
tenance and increased facilities. 


Few have been the ren bearers. This number must be increased 
if our institution is to survive. The public peice ons program begun, 
together with the.efforts ofi onim; leaders to raise $25, 000, should 
help Н, 


Mr. Romeo С. Gibbs, co ine ME James H. Lewis, as our 
Айше, i as done ап under very trying circum- 
stances, chief among these pus e d of Rane Public relations and 


This E shou [us very hel Ipfu im Sida very mn to our 
institution. We are deeply peni fe our executive and his corps of 


workers for d unselfish = untiring efforts to keep our hospital 
Class “А”, are grateful to our doctors, nurses and other personne! 
also, for the Splendid part they ve played. To them, I would suggest 
that in order to approach nearer to our goal of efficiency, each one 
apply himself unreservedly to his task, БЕШ УЫ finer teamwork and 
practice erster loyalty. 


Loyalty! Loyalty! Loyalty! 
This attribute is something. that is woefully lacking in our group. 
t together and pray, think, and act to make ' Community the 


Let us ge 
sunshine spot in our lives. 


Finally, in passing, may I urge the officers, board of trustees, doctors, 
employees, membership of our asssociation and friends to develop a 
tal, 


Bs n greater loyalty to our hospital, and back it up with action, the 
oon the cummunity spirited citizens that are striving to raise 


$25, 000 to О keep our ا‎ alive and effectual. 


I urge you to patronize your hospital and urge others to do so. Our 
record is one for our people to be proud of. All cases sent to our hos- 
pital receive expert attention and care. By increasing our patient load, 
we will reduce the amount for outside financial aid, and our institution 
will be rendering a ан service to our community. our clinical 
€ ties. They there for your use, and are competently directed 

field. 
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work. It 
bringe a Ws ncs that is in one. It places Bs in pee with the best 
ifts is doi 


nity. It or hen he realiz s bes 
tà help those who are less able to help themselves. I арр to апу 
who have a sincere desire to follow this work, to enlist your services in 
helping this worthy endeavor. It is a wonderful EA for real 
human service. 


ay I thank each and every one who has ош їп any way to 
ins dm cause. I do not mention пате individuals or 
organizations, for fear that І may leave some out, p ЧЕНЕ ШЕ 
cause. I say to you as the Scripture says, “I will repay saith the Lo 


Respectfully submitted, 
GEORGE D. Corrin, President. 


December 31, 1947. 


MEDICAL AND SURGICAL STAFF 


корс 


P. E. Gear, М 


M.D. 
A. E. ОЕ, ts 


d ем 


С.5., Vice President 


ER 
John Alexander, M.D., Treasurer 


SURGERY 


Е. P. Ghee, M.D., Е.А.С.5., Chief 
tending 
А.С 


/ hilli 
É ame Galen MD. 
R. J. Jenkin 


MEDICINE 
L. G. Brown, M.D., Chief 
Attending 
J. O. Hill, M.D. 
С. O. Hilton, M. D 
William Zimmer, М 
Johns Alexander, М 5. 
OBSTETRICS 


C. A. Braun, M.D., Chief 


ж: М. € b 
D bert Posi M D. 


EYE 
William H. Brown, M.D., Chief 
B. C. Isaac, M.D. 


EAR, NOSE, THROAT 


€ 
A. E. Lyoch M.D. 


UROLOGY 


R. E. Fullilove, M.D. 
A. A. Phillips, M.D. 


ANESTHESIA 
R. W. H. Buckner, M.D., Chief 
R. D ш M.D. 
J. P. Mooi D. 
R. м. ates M.D. 


PEDIATRICS 
Clarence pU M.D. 
J. Proct ТАГ D 
TRI 


PSYCHIATRY 
Morton D. Stern, M.D., Chief 
Herbert Boehm, M.D. 


ROENTGENOLOGY 
Peter Gianquinto, M.D. 


PATHOLOGY 
Asher Yaguda, M.D. 


ORTHOPAEDICS 
Sidney B. Keats, M.D., Chief 
Walter Т. Darden, M.D. 


COURTESY STAFF 


W. L. Cassio, M.D. 
L. A. Dallan, M.D. 


W. Longs 
H. pus MD. 
CONSULTANT STAFF 


E. Burke, M.D. 
H. Comando, M.D. 


е pies, M.D. 


EXECUTIVE STAFF 


Administrator, Romeo C. Gibbs, B.S.C. 


Supervisor of Nurses, Clara T. Pittman, R.N. 


T Administrator, A. Lois Jones 
Admitting Officer, Mary А ed 
1 Cashier, Ruby 


Operating Room Supervisor, Olivia A Iston, В.Х. 
-Ray and Laboratory Technician, James Franklin, В.Т. 
Record Librarian, Margaret Little, R.N. 


Cashier and Information 


Public Relations and Admissions 


REPORT OF THE ADMINISTRATOR 


With the closing sr the fiscal year, December 31, 1947, the beginning 
of a new era for the Community Hospital was mark eemingi 
а ark and its 


exert a peculiar influence and revive a desired ho ope. In the face of the 
many difficulties that must be shackled, even the Сеше of a hope 
can be more p cher 


increase “of 42 pal eps over the previo 

)f the 148 live births during the year two sets of twins were in- 
cluded. A great ray of hope and. encouragement is manifest among our 
staff and personnel, when we take co. gnizance that many mothers who 
have delivered here RL return. 

47 major ane minor operations were performed by our surgeons 
during the year. This conclusively shows that the general public is 


becoming more А of the ever increasing technology i in Medical 


n the fat Monday in each month the Medical staff тее ts, al 
which time an audit is made of the professional services rendered to 
the patients. 

THE DIETARY DEPARTMENT 
The Dietary Department faced a ve i y ) the 
high cost of foods. Mostly Че one is in aware of ie "fast that 
i i d War I 


ce: r 
the direction of a trained dietitian BT planned meals were 
served to our patients and personnel, 2s an т cost of 32 cents рег 
meal as against 16 cents in 1946. This He can give you an idea 
of the sharp trends in rising costs. 
NURSING DEPARTMENT 
Ке ust give due credit for the Hes hours and loyalty displayed 
our Мин Staff. Any time they have been called upon they have 

respon nded to the task. In the immediate future their relative importance 

wil nified. 


| be greatly mag: 


AND LABORATORY р] 


TMENT 

Our Laboratory and X-Ray Department was handicapped to a great 
extent by the resignation of our TE who кшш this post 
d of Mr. 


to pursue further studies. However, throi ugh the generosity 

Edward Staats and Mr. James Thompson so сы 

teered their services we were able to function Н) we e able to 
secure another full time trained Кааап. ү е ° present Hine this 


department is well organized and fitted for any s 
saat DE PARTMENT 
Th NES ae on a more elaborate basis than e 
in the history of the faerie The oficial ee was held Mande 


Done 3d ionis at which time throngs of visitors gathered and viewed 
the sc 

Thee a are бс, (10) active clinics now in n s and almost daily, 
we can see this depan sat picking up a greater momentum of growth. 

ACCOMPLISHMENTS FOR 1947 

One of the most feasible ways to measure progress is by accomplish- 
ments. There is no such thing as remaining constant. You either retro- 
gress or progress. For the benefit of those who are deeply concerned 
e aspect we are confronted with should be divulged. 


OUR ACCOMPLISHMENTS WERE: 


1. Although the зү Ed in small institutions is terrific, we 
were successful in doing the heretofore impossible, by keeping 
our salaried employees Dm ente: 

2. The establishment of our various Clinics to administer adequately 
to the health of the Committ 

3. The decoration and шу of a new sign, depicting the 


various visiting hours and clinical visits. 

4. The front o the Administration Buildin ng, the downstairs Recep- 
tion Room, the Stairways, Hallways as well as the Private iiir 
rooms in the Main Hospital Building were TRES and w 
a a spray gun purchased , and used to paint the beds, euius ES 

o aluminum the radial 

5 Au available space Ши was lying dormant or unused for 
pets several years has been thoroughly cleaned, renovated in 
ie 


6. El maintenance was Дос 


7. The Hospital is enjoying a better public relations program than 
has ever been recorded by the ination, . All local papers carry 
our pictures, news and appeals. W e even able to carry or 


s 'ram with thee 
York City and ele the ihe phia Tribu une of твара, 
оп 


Р, 

page attracti 

The КОА шш and attitude of the personnel has been 
суш 


May I offer my profound and eternal gratitude to the Board of 
Truc: for the splendid cooperation given in the execution of this 
pr Í am also deen indebted to the various auxiliaries, donors 
Eu йыры who helped in this gigantic struggle 

ШП, amount of praise is extended to the press, both daily 
and weekly, f enne in unison for the benefit and support of man- 
Due Му ме Stave a better 2 closer relationship on down through 
the 

Romeo C. GIBBS, Administrator 
December 31, 1947. 


FINANCIAL REPORT 
January 1, 1947 to December 31, 1947 


UNS INCOME: 


Operating Room Fees 
X Ray Ser 

Poboratory 

бс р 


SED 991.00 


GROSS OPERATING INCOME 
Deduction 
С 


> 


Court: wances 


y Allo 
Newark City Hospital 
EMIC 


Veterans Administration a... 
Bad Debts (Estimate 10%) 

T OPERATING INCOME................. 
Sibi EXPENSE 


Administrative 
ise and Surgical Р - 


$ 


$ 


tary 
Maintenance and Repair 
Plant O on 
TOTAL OPERATING E XPENSES 


Operating Deficit 


NON-OPERATING INCOME: 
Welfare РОН of Newark 


Membership: 
Donations 


Other 


TOTAL OTHER INCOME 


$ 4,392.22 
5: E D 
3,3 


NON-OPERATING EXPENSES 
Depreciation on Building a DEM 


EXCESS OF 1 INCOME 


ET DEFICIT FOR YEAR. 
Loans ad Salaries Covering Previous Deficits 


PRESENT GROSS DEFICIT 


$35,743.25 


$ 4,165. 
$30,977.68 


$44,485.44 
$13,507.76 


$13,030.76 


$ 3,077.67 
$ 9,953.09 


$ 3,554. 
$14,122. 16 


$17,676.83 


AUXILIARIES OF THE COMMUNITY HOSPITAL 


Auxiliaries of the Comm 


unity Hospital were organized for the 


The Aux 
purpose of working with the корап in trying to make it the institution 


worthy of this Community 


JUNIOR AUXILIARY 


iine Rhodes Hackney, сем 
oris Lewys, Vice Presiden 
Effie Brent, Secretary 
Maric ДИМ Cn ai Sec. 
ys Hargrave, Treasurer 
ae Jefferies, Chaplain 


AE MEMBERS 
Bessie Fekes Don: 
Bernice Lett Fr шо" 
COMMUNITY GARDEN 
Я А. сапе. шодо 
а D 


Miss oR 
M Te uus Я 
s ora Whittle, Тл 


Mrs. Hattie Mason 


Mrs. EE ance 
Mrs. 
Mrs. le 


Sta 
Mrs. Dorothy I P rarior 


М Ida Woods 
Соци іп 


. Ма 
на Тонар 
irginia Decl 


e Pri 
um Ruth Frye 
Mrs. Blondine Bruce 
Robert Ru: 

Romeo Gibbs 


WOMEN'S AUXILIARY 


Mrs. Анев ЕЕ President 
Mrs. e President 


m d. ed Secretary 

Rebecca Green, Treasurer 

Mrs. EDS Fowler, Recording Secretary 
Mrs. Francis James, Chaplain 

Mrs. Anna Smith, Chmn. Program Com. 


Mrs, Natalie Johns 
ivans 


Mrs. Grace Gute 
Mrs. oe sie Monroe 
M Rutger 


a White 


des Na. ‘Shirley 


HELPING HAND CLUB 


rres. Secretai 
Miss Gladys Hine ud Recording Se 
R. С Au Financial тешу 
Мтз. ena MacDonald, Treasurer 
Reverend ames MacDonald, Chaplain 
г 


LeRoy Johnson 
LeRoy Johnson 


NEW JERSEY RITE 


ector, Ms airman 
Mrs. ds nes Vice Chairman 
Mrs Chauncey Milteer, Secretary 
Mrs. Irene Powell, Financial VEN 


EMERGENCY CIVIC e 

' Mrs. Edna Dasher, Pre. 

Mrs. Emma Carter, Vice Pa 
Mrs. Melvie Williams, pee агу 
Mrs. Isabelle Sane Asst. 

as Lillian Edmond, Business Mgr. 

в. Joh: p 

Mis Viola Gov 

Mrs. Virginia Waddelton 

Mrs. Eliza 


Mrs. Lulu M. Jone: 


COMMUNITY GIRLS 
Mrs. Mary Getter, President. 
Ме Lena Bolden, Vice President 
Irs. Catherine Sales, Secretary 
rs. Anna nes, Treasurer 
Mrs. Mabel Mos: 
Mrs. Josephine Шок 


COMMUNITY iu ae CLUB 
Red Bank Unit 
M Eu Mae Seda, President 
Ral 


Iph Smith, Secretar 
ere W. Par! ker, Treasurer 


FELLOWSHIP CLUB 


rs, Geo: a Hendricks, Pres 
s Janet UPS Vice P 
Е . Emily Waters, Cor. Secretary 
ra Burnett, Recording RU 
MS Mary An: pedi а 


Mrs. Elise Brown, Assi 


Mrs. Peal Watt 


WIVES es ПНЕ PHYSICIANS 
Е OF 


LES NOUVELLES FEMMES 


rs. Sue Nelson, President 

Mr: atrice аша Ёїсе President 

Mrs. Gertrude y, Recording Secy. 
М rs. sum) “Кай. Financial Secy. 

e Slaten, Treasurer 

Mrs. pe Mi 

Mrs. Н. 

Mrs. Elizabeth Pettigrew 

Mrs. Thelma We 

Mrs. Mary Whitt 


is Sy 
Mis Gladys Man 


HEALTH UNIT NUMBER 1 


Mrs, Susie McGriff, President 
Mis Eva Williams, inne 
s. Dora Beauford, Secretary 


STOUTE. PRINTER. NEWARK. N. J 


